DOCKETED ITEMS       57

9107110017 NRG Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107300091 Forwards insp repts 50-277/91-19 & 50-278/91-19 on 910617- 21 &
25.Physical security program found to be directed toward protection of public health &
safety & noted continuingprogram upgrades.

JOYNER.J.H. Region 1 (Post 820201). 91/07/18. SMITH.D.M. Philadelphia Electric
Co. 2pp. 58559:071-58559:079.

-9107300099 Insp repts 50-277/91-19 & 50-278/91-19 on 910617-21 & 25. Major
areas inspected:protected & vital area physical barriers.detection & assessment
aids.protected & vital area access control of personnel,packages & vehicles.

RATTA.A.D., LIMROTH.D.F., KEIMIG.R.R. Region 1 (post 820201). 91/07/17. 7pp.

58559:073-58559:079.

9107260141 Responds to NRC 910619 Itr re violations noted in Insp Repts 50-277/91-
16 & 50-278/91-16 on 910423-0608.Corrective actions:review of fire suppression
interlocks completed & no unqualified interlocks identified.

MILLER.D.B. Philadelphia Electric Co. 91/07/22. Document Control Branch (Docu-
ment Control Desk). 6pp. 58590:021-58590:026.

9107310157 Final response to FOIA request for facility SALP repts for period 860201-
870531.Forwards document listed in app A. Document also available in PDR,
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205).  91/07/26.  DEMARCO.S.A.F.  Affiliation  Not  Assigned.   2pp.  58649:347-
58649:354.

-9107310164 SALP repts for licenses DPR-12.DPR-44 & DPR-56 for period 860131-
870131.

BAILEY.RJ., KEIMIG.R.R., JOYNER.J.H. Region 1  (Post 820201). 87/02/17. 6pp.
58649:349-58649:354.

R. Periodic operating reports & related correspondence

9107170279 Monthly operating repts for June 1991 for Peach Bottom Units 2 & 3.W/
910715 Itr.

BARON.MJ.,  MILLER.D.B.  Philadelphia Electric Co.  91/06/30.  14pp. 58483:097-
58483:110.

-9107300099 tnsp repts 50-277/91-19 & 50-278/91-19 on 910617-21  & 25. Major
areas inspected:protected & vital area physical  barriers.detection & assessment
aids.protected & vital area access control of personnei.packages & vehicles.
RATTA.A.D. Region 1 (Post 820201). 91/07/17. 7pp. 58559:073-58559:079.

9107300147 Forwards Rev 9 to "Peach Bottom Atomic Power Station Units 2 & 3 Up-
dated FSAR" & Rev 4 to "Fire Protection Plan."

HELWIG.D.R. Philadelphia Electric Co. 91/07/20. Document Control Branch (Docu-
ment Control Desk). 4pp. 58619:041-58621:050.

-9107300160 Rev 4 to "Fire Protection Plan."

* Philadelphia Electric Co. 91/07/20. 19pp. 58619:045-58619:063.

9107260141 Responds to NRC 910619 Itr re violations noted in Insp Repts 50-277/91-
16 & 50-278/91-16 on 910423-0608.Corrective actions:review of fire suppression
interlocks completed & no unqualified interlocks identified.

MILLER.D.B. Philadelphia Electric Co. 91/07/22. Document Control Branch (Docu-
ment Control Desk). 6pp. 58590:021 -58590:026.

9107310157 Final response to FOIA request for facility SALP repts for period 860201-
870531.Forwards document listed in app A. Document also available in PDR.
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205).   91/07/26.   DEMARCO.S.A.F.   Affiliation   Not  Assigned.   2pp.  58649:347-
58649:354.

-9107310164 SALP repts for licenses DPR-12.DPR-44 & DPR-56 for period 860131-
870131.
BAILEY.RJ. Region 1 (Post 820201). 87/02/17. 6pp. 58649:349-58649:354.

H. General correspondence

9107010143 Forwards 810521 Itr from WN Hedeman & 910528 Itr from K DelGrosso to
facilitate resolution of EPA request for removal from NRC mailing lists for documents
dealing w/ nuclear power plants located in states assigned to Region 3.
BUTLER.W.R. Project Directorate I-2. 91/06/25. DELGROSSO.K. Environmental Pro-
tection Agency. 3pp. 58256:322-58256:331.

J, insurance & indemnity Information

S. ReportabSe occurrences, LERs & related correspondence

9107110149 LER 91-019-00:on 910603,primary containment isolation valve discovered
not performing required Tech Spec.Caused by personnel error.Task analysis per-
formed for operations positions identifying problems.W/910703 Itr.
FULVIO.A.A. Philadelphia Electric Co. 91/07/03. 4pp. 58416:138-58416:141.

9107150051 LER 91-020-00:on 910607,two diesel generators discovered inoperable due
to mispositioned valve.Caused by personnel error.Valve immediately restored & in-
volved operator & chemist counseled.W/910708 Itr.
FULVIO.A.A. Philadelphia Electric Co. 91 /07/08. 5pp. 58500:284-58500:288.

9107260155 LER 9l-02l-00:on 910624,primary containment leakage discovered as
result   of   nonseismically   qualified   pressure   transmitters.Caused   by   inadequate
installation.Rept of nonconformance initiated & repairs made.W/910719 Itr.
FULVIO.A.A. Philadelphia Electric Co. 91/07/19. 4pp. 58650:018-58650:021.

9107260150 LER 91-022-00:on 910627,manual scram occurred due to loss of condens-
er vacuum following isolation of offgas recombiner. Caused by relief valve lifting
prematurely.Valve replaced & setpoint verified to be correct.W/910722 Itr.
FULVIO.AA Philadelphia Electric Co. 91/07/22. 4pp. 58650:008-58650:011.

9107290266 LER 91-023-00:on 910702,control room ventilation sys transferred to emer-
gency ventilation mode due to component failure.Mod initiated to replace existing in-
strumentation. W/910723 Itr.
FULVIO.A.A. Philadelphia Electric Co. 91/07/23. 4pp. 58650:106-58650:109.
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F. Security, medical, emergency & fire protection plans

9107010082 Forwards resident safety insp repts 50-277/91-16 & 50-278/91-16 on
910423-0608 & notice of violation.Violation concerns discovery of inoperability of both
SLC pumps. Enforcement conference scheduled for 910702 re violations.
HEHL.C.W. Region 1 (Post 820201). 91/06/19. SMITH.D.M, Philadelphia Electric Co.
3pp. 58247:132-58247:212.

-9107010084 Notice of violation from insp on 910423-0608.Violation noted:no imple-
mentation of corrective action to resolve C02 fire suppression sys design deficiencies.
* Region 1 (Post 820201). 91/06/19. 1p. 58247:135-58247:135.

-9107010087 Insp repts 50-277/91-16 & 50-278/91-16 on  910423-0608. Violation
noted.Major    areas    inspected:operational    safety,    radiation    protection,physical
security.control room activities.licensee events & surveillance testing.
DOERFLEIN.LT. Region 1 (Post 820201). 91/06/19. 74pp. 58247:136-58247:212,

9107300073 Forwards public version of revised EPIPs,including rev 63 to emergency re-
sponse procedure (ERP) index,rev 13 to ERP-140, app 4 & rev 11 to ERP-140,app
6.W/910724 release memo.

BECK.G.J. Philadelphia Electric Co. 91/07/05. Document Control Branch (Document
Control Desk). 4pp. 58630:024-58630:034.

-9107310389 Public version of revised EPIPs,including rev 63 to emergency response
procedure (ERP) index.rev 13 to ERP-140, app 4 & rev 11 to ERP-140,app 6.
BECK.G J. Philadelphia Electric Co. 91 /07/05. 2pp. 58630:028-58630:034,

9107300091 Forwards insp repts 50-277/91-19 & 50-278/91-19 on 910617- 21 &
25.Physical security program found to be directed toward protection of public health &
safety & noted continuingprogram upgrades.

JOYNER.J.H. Region 1 (Post 820201). 91/07/18. SMITH.D.M. Philadelphia Electric
Co. 2pp. 58559:071-58559:079.

9107150109 Forwards Endorsement 101 to MAELU Policy MF-0067 & Endorsement
151 to NELIA Policy NF-0140.

CULLEN.EJ. Philadelphia Electric Co. 91/07/08. Document Control Branch (Docu-
ment Control Desk). 3pp. 58481:220-58481:222.

K. Utility Final Safety Analysis Report <FSAR) & amends

9107300147 Forwards Rev 9 to "Peach Bottom Atomic Power Station Units 2 & 3 Up-
dated FSAR" & Rev 4 to "Fire Protection Plan."

HELWIG.D.R. Philadelphia Electric Co. 91/07/20. Document Control Branch (Docu-
ment Control Desk). 4pp. 58619:041-58621:050.

-9107300162 Rev 9 to "Updated FSAR." W/oversize ends.

*  Philadelphia Electric Co. 91/07/20. 420pp. 58619:064-58621:050.

P. Operating license stage documents & correspondence

9107010109 Requests FR publication of notice of issuance of amend to license DPR-
56. Amend allows operation w/control rod 38-23 not coupled to drive for remainder of
cycle B.which will be completed before 911030.

MILANQ.P.D. Project Directorate I-2. 91/06/19. BECK.GJ. Philadelphia Electric Co.
3pp. 58258:196-58258:206.

-9107010121 Notice of consideration of issuance of amend to license DPR-56 & pro-
posed NSHC determination & opportunity for hearing.Amend changes sections 3.3.B.1
of facility tech specs.
MILANO.P.D. Project Directorate I-2. 91/06/19. 8pp. 58258:199-58258:206.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107020281 Forwards request for addl info re generic Itr 89-10,Suppl 3, "Consideration
of Results of NRC-Sponsored Tests of Motor- Operated Valves."
MILANO.P.D. Project Directorate I-2, 91/06/27. BECK.GJ. Philadelphia Electric Co.
5pp. 58267:114-58267:118.

9107080301 Forwards amends 162 & 164 to licenses DPR-44 & DPR-56, respectively &
safety evaluation.Amends modify reactor pressure vessel pressure-temp limits &
remove schedule for withdrawal of rnatl specimens.per Generic Ltr 91-01.
CLARK.RJ. Project Directorate I-2. 91/06/27. BECK.GJ. Philadelphia Electric Co.
3pp, 58314:253-58314:279.

-9107080305 Amends 162 & 164 to licenses DPR-44 & DPR-56,respectively, modifying
reactor pressure vessel pressure-temp limits & remove schedule for withdrawal of
rnatl specimens.
BUTLER,W,R. Project Directorate I-2. 91/06/27. 18pp. 58314:256-58314:273.

-9107080308 Safety evaluation supporting amends 162 & 164 to licenses DPR-44 &
DPR-56,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/27. 6pp.
58314:274-58314:279.

9107150178 Application for amends to licenses DPR-44 & DPR-56,changing surveil-
lance requirements for emergency svc water sys.

BECK.GJ. Philadelphia Electric Co, 91/07/02. Document Control Branch (Document
Control Desk). 7pp. 58462:181-58462:190.
Fabrication." Svc list encl.
